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who am J and what's my motivation for creating this site? i'm a victim of all this with multiple doctors/lawyers backing. i seek justice and help. Duncan backs me up as a victim. 
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and The Mind Hacking Strategy Group 


The Executive Summary: Neuropsychological and Electronic No-Touch Torture Report 


Kyllo v United States 


When Spies and Crime Fighters Squabble Over How They Spy on You 


reports 


2013 is the year that proved your ‘paranoid’ friend right 


The Matrix Deciphered 


been knocked-off and that is why I have come forward. I know my time maybe near. I am currently a professor in computer science and business, helping to educate the 
public on government corruption, greed, and stupidity. Like my ancestor Lincoln, I am fighting against mental slavery in a new Civil War engineered by the same useless 
elements in over 80 government agencies who have tested radiological, drug, and viral weapons on unsuspecting Americans for over 45 years. 


I have great pride in the fundamental and constitutional values of America and mean no disrespect by my blasting the incompetence, apathy, and stupidity of those involved in 
the conspiracy of involuntary biological, chemical, and psychotronic human effects testing. There are so many brave men and women serving in the armed forces who fight 
and protect us for the American values they believe in. But because of the silos of information called compartmentalization in the security agencies and the lack of 
accountability and oversight of black operations and some top secret projects, diabolical elements become rogue or worse destroying the very country they are tasked with 
protecting turning it into a hypocracy rather than a democracy. 


My goal is to awaken Americans to the continued horrific acts of military and CIA weapons testers in this country and the other branches of government’s inability to stop 
them and hold them accountable. 


All I ask from the reader is to listen to testimony and validate facts presented here and come to their own conclusion. Then fight to win back America from this silent 
overthrow. This has been my project for about two years, investigating government corruption, incompetence, and cover-up upon which I accidentally stumbled one day while 
looking at a reverse MRI scheme to inject electromagnetic signals into the brain for virtual reality applications. I have interviewed over two hundred people and worked on the 
highest level of military projects for the U.S., NATO, and U.K. and have given videotaped testimony to senators and representatives on this topic resulting in lip service since 
they have no real power to enforce. Two high level FBI agents and a couple CIA agents have come forward to validate the existence of a MKULTRA like project that 
continues to grab random people for mind control experimentation. Two of these have since become part of the program and endure daily psychotronic tortures. All the torture 
can be done using directed energy psychotronic weapons with the so called continental ballistic missile surveillance defense grids. 


I apologize to the human race for any contribution to these 4th generation weapons that I may have worked on that are more horrific than the nuclear bomb and whose cover- 
up 1s more pervasive than the Manhattan Project. And because of the horrific acts of violence being committed on as many as two thousand Americans as far as my research 
has uncovered and many others in other countries, I understand the extreme risk to my own welfare that publishing this material will have. But freedom is so important to me 
that I know full heartedly that the human race must have an open discussion on these weapons to decide their own fate before the point of decision is gone, that I am willing to 
risk divulging so called national secrets. All I offer you 1s the truth. 


All information presented in this book was received through legitimate channels such as the Freedom of Information Act, military documents, victim testimony, and turned 
agents. I still hold valid the oath I took to keep secret the details of the projects that I worked on under DoD budgets. The majority of the proceeds of this book will go towards 
helping the psychotronic experiment survivors and surviving families of those that have perished. When the government fails, business and the citizens must look out for each 
other. 


Dr. Robert Duncan in Energy Weapons & Testing, Coast to Coast AM broadcast December 5th 2006 (2.75+ million listeners weekly, syndicated in most cities and areas of the United 
States, and other places around the world.).. 


Ep 00:37 
<-- autoplays 


Download - Dr. Robert Duncan, Coast to Coast AM interview - Energy Weapons & Testing. 


Energy Weapons & Testing synopsis: 


Independent investigator Robert Duncan discussed directed energy and neurological weapons and his contention that they've been tested on the public at large. While directed 
energy is used in microwaves, to remove kidney stones, and in non-invasive surgery, it's also been developed extensively for military purposes, he reported. 


The civilian population was targeted for experiments, in programs such as MK-ULTRA, starting after WW II, when Nazi scientists were imported to the US, some working on 
scalar or gravity weapons, said Duncan. The town of Taos, NM, where a hum was heard by many citizens, was the subject of a directed energy experiment by the U.S. Navy, 
he claimed. And most recently the Active Denial System (see article below) was tested on human subjects. 


Duncan said he interviewed over 600 mind control victims (Dec 5th 2006 report), and found some validity to their allegations. There are weapons that can project voices into 
people's heads such as one system known as "The Voice of God," he detailed. Blocking techniques include jamming the signals with electronic scramblers, and using shields 
with metal alloys or mylar. He recommended the following websites for further information/assistance: mindjustice.org, ravenl.net, freedomfchs.com. 


The Goodbye Weapon 


A new non-lethal weapon, the Air Force's Active Denial System, or ADS, has been certified for use in Iraq, after extensive testing. The ADS shoots a beam of waves that 
causes extreme (but temporary) pain and induces what experimenters call the "Goodbye effect," or "prompt and highly motivated escape behavior." Wired News obtained 
documents about the weapon and has published two reports (article(1)/documentation(2)). Additionally, the report's author David Hambling has posted a commentary(3) on 
the subject at Defense Tech. 


1. http://www.wired.com/news/technology/0,72134-0.html 
2. http://www.wired.com/news/technology/0,72236-0.html 
3. http://www.defensetech.org/archives/003036.html 


Coast to Coast AM guest bio: 


Dr. Robert Duncan holds multiple degrees from Harvard University and Dartmouth College amongst others. He has had the most expensive American education money can 
buy. He is an investigator, author, and soon be movie producer on the topics of directed energy, neurological weapons, psychological, and information warfare. His movie is 
called "The Enemy Within - Psychic Warfare". A book he is co-authoring will be out in a few months called "Hacking the Human Mind". 


Dr. Duncan has worked as a business and information technology consultant to the Fortune 500. He has worked for companies like Oracle Corporation, BEA systems, HP, 
BBN, and as a professor at a college. For the department of defense he has written the artificial intelligence code to track the Soviet nuclear submarine fleet with passive and 
active acoustical arrays and has been to a couple secret NATA Navy underground bases in Europe. 


Here's what I can tell you in short about the irradiation of humans and who's running it domestically: 


. The Marines control it. 

. Navy budget funds it. 

. Duncan described it in the Coast to Coast AM interview as a worse than lethal weapon system. 

. Duncan helped integrate HAARP into SPA-WAR ran by the Navy, and also integrated it into SIGINT SIGCOM a blacker than black organization as a weapon/surveillance 
tool. 

5. Duncan's been to secret underground Navy bases to work on weapons/surveillence systems for the Navy. 

6. Navy has directives to allow experimentation and torture of citizens. 

7. The ballistic missile defense system is also a neurological/surveillance weapon. It has multi-purpose receiving and beaming lasers/antenna. 

8. Navy was caught in 1976-1978 irradiating Eugene Oregon citizens from Alameda California Navy base 500 miles away per the FCC investigation in 1978 (proving this can 
be done). 

9. Aaron Alexis said he had info on the Navy's irradiation of humans and testing of the weapons for decades. After getting pwn3d by it himself, he killed 12 at the Navy Ship 
Yard, where he was shot dead and framed to look delusional by the FBI. 

10. SPA-WAR stands for: Space and Naval Warfare Systems Command. Hmm, interesting. 

11. These systems are all types of Signals Intelligence. 

12. Navy integrates into NSA. 

13. NSA has the capability to spy on and send signals into any citizen, and has space capability that's ill described (black). 

14. signals intelligence : intercepting signals, electronic warfare, interferometry, holograms, irradiation tech - it's merely code for transmitters and receiver tech. sigint can be 
electronic communication, or human biocommunication, intercept keystrokes from space or brain waves from space type stuff. or torture irradiate. MRI scans, ESR scans, 
hologram construction from space.. ghost in the receiver, house stuff. 

15. electronic warfare article on Wikipedia of all places (censorship heavy zone) even plainly states EW is also used to kill or irradiate humans with directed energy. 
department of defense articles conclude human brain is susceptible to radiation and EW (the mind has no firewall). there's freaking DOD patents to invade the brain and 
dozens of articles and stories have been run over the years, including CNN 1985's coverage of radio frequency weapons (enter main research page for full CNN clips). it's 
plain as day! 

16. SIGINT/directed energy is NUKE level technology, more secret than NUKES (more secretive than the manhattan project!!). but it's actually quite well understood. 


“We need a program of psychosurgery for political control of our society. The purpose is physical control of the mind. Everyone who deviates from the given norm can be 
surgically mutilated. 


The individual may think that the most important reality is his own existence, but this is only his personal point of view. This lacks historical perspective. Man does not have 
the right to develop his own mind. This kind of liberal orientation has great appeal. We must electronically control the brain. Someday armies and generals will be controlled 
by electric stimulation of the brain. 


Dr José Delgado PhD MD Director of Neuropsychiatry, Yale University Medical School Congressional Record, No. 26, Vol. 118 February 24, 1974. 


So many citizens chemical lobotomized, some have had lasers used from space to lobotomize them. And everyone's under secret mind surveillance today. Like The Matrix, agents can 
enter anyone's brain and body, as can computer programs, possessing and remotely controlling the person. 


Second radio show here is a hot combo of whistleblowers and government employees talking about surveillance, citizen torture, government overreach on Organic News with Catherine 
Watters of Awake Radio which aired February 24 2015 with guests William Binney (NSA technical director turned whistleblower), Dr. Robert Duncan, and John Kiriakou (CIA employee 
who merely discussed Bush-era CIA torture program on national TV, prosecuted and sentenced to 30 months while those who perpetrated the acts remained free. John was just released 
from prison February 2015, doing this interview a few weeks later.). Listeners chatted during the show, here's the chat log (show starts at 3PM PST in log).. 


Mp 2 05:05 ¢ 
Download Awake Radio: Dr. Robert Duncan, William Binney, and Kiriakou interview on CIA, NSA, DOD, US DOJ bullshit. 


Dr. Robert Duncan at the Bases Project International, pre-conference, discussing how brains of all animals - no matter the animal, can be linked. Also discusses holograms being projected 
into the sky by the military and femtocell laser based holography generation. 


Streaming Video: 
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Duncan gave to speeches at the conference. Part 1: 


Streaming Video: 


Click or tap here or above image to bring out video controls & start playback! 


Dr Robert Duncan, expert in Cybernetics and Cyborg technologies and author of the book Soul Catcher (taken from British Telecom's Soul Catcher program) delivers the first 
of two lectures at the 2015 Bases Project 2nd International Conference and Film Festival, held at St Johns Theatre on the Hill, Marlborough, Aug Ist 2015. 


Robert made a point to putting a positive spin on the modification of human beings to cyborgs, as its simply a natural part of the development of man from the cave. Not his 
words, but mind. The intention being to defuse the fear of having various types of advanced technology, from the nano-teck Google tattoo, to exoskeleton body suits. 


Miles first met Robert at Lorien Fenton's Super Soldier Summit, in 2013, near Las Vegas. This was also the first time Miles met Sarah R Adams, who co introduces Robert, 
with Ben Emlyn Jones. Max Spiers and Sarah deliver their second lecture presentation in the Bases Lectures series on Day 3 of this event. Lorien was to speak at this event, 
but a sudden lack of internet facilities prevented this from happening. 


Dr Duncan has previously worked on secret programs in UK Secret military bases some years ago, which he makes reference to. 


This lecture was immediately preceded by a concluding lecture from Harald-Kautz-Vella, whom Robert makes reference to in this presentation. Harald is seen in the final 
Q&A, part of Roberts lecture 


With thanks to Matthew Williams for Outside Broadcast vision mixing, and for giving Robert a secret tour of the crop circles, prior to his departure on Tuesday. 


Difficulties with sound are apologized for. A lack of crew being the problem. 


Part 2 finally edited! 
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veteranstoday.com 


Streaming Video: 


Click or tap here or above image to bring out video controls & start playback! 


Histories Mysteries, episode title 'Mind Control: Americas Secret War.' 
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Streaming Video: 
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signals intelligence 


directed energy 


interferometry electronic warfare 


Apparatus for remotely reading and altering brain waves 


your mind has no firewall 


Multifunctional radio frequency directed energy system 


Communication system and method including brain wave analysis and/or use of brain 
activit 


Apparatus for audibly communicating speech using the radio 
frequency hearing effect 


Percy Spencer identified in the 1940s 


Frey effect 


projectors/imagers/digitizers 


holographic fields of non-ionizing non-human-visible energy 
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Navy questions fleet projections 
A Navy study made public Tuesday suggests that # 
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‘States “all around supenoeity” over the Soviet Navy. 
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Man abducted by CIA psychiatrists from UCLA and Boston City Hospital, implanted, set up to look mentally ill, claims microwaves are murdering him, backed by science. Los Angeles 
Herald Examiner, March 21 1979. Plus the hidden history on CIA electromagnetic weapons. 
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this letter 


In view of your low grade, abnormal personal behavoir I 
will not dignify your name with either a Mr. or a Reverend or 
@ Dre And, your last name calls to mind only the type of 
King such as King Henry the VIII and his countless acts of 
x adultery and immoral conduct lower than that of a beast. 


KING, 


a King, look into your heart. You know you are a complete 
fraud and a geeat Liability to all of us Negroes. White 

a e people in this country have enough frauds of their own but I 

% dm sure they don't have one at this time that is any where near 
your equale You are no clergyman and you know it. I repeat you 

are a colossal freud and an evil, vicious one at that. You 
Soete could not believe in God and act as you do. Clearly you don'; 
believe in any personal moral principles. 


King, like all frauds your end is approaching. You could 
have been our greatest leader. YOu, even at an early age have 
turned out to be not a leader but a dissolute, abnormal moral 
imbecile. We will now have to depend on our older leaders like 
Wilkins a man of character and thank God we have others like 
him. But you are done. Your “honorary” degrees, your Nobel 
Prize (what a grim farce) and other awards will not save you. j 
King, I repeat you are done. . | 


No person can overcome facts, not even a fraud like yourself. 
Lend your sexually psychotic ear to the enclosure. Y,u will find 
yourself and in all your dirt, filth, evil and moronic | 
talk exposed on the record for all time. I repeat - no person 
can argue successfully against facts. You are finished. You will 
find on the record for all time your filthy, dirty, evil | 

} companions, male and females giving expression with you to your 
hidious abnormalities. And some of them to-pretend to be ministers | 

of the Gospel. Satan could not do more. What incredible evilness. | 

It is ell there on the record, your sexual orgies. Listen to 

yourself you filthy, abnormal animal. You are on the record. You 

have been on the record - all your adulterous acts, your sexual ) 
orgies extending far into the past. This one is but a tiny sample. | 

You will understand this. Yes, from your tarious evil playmates 

on the east coast to and others on the west coast 

and outside the country you are on the record. King you are done. | 


The American public, the church organizations that have been | 
helping - Progtestant, Catholic and Jews will know you for what | 
you are - an evil, abnormal beast. So will others who have backed © 
youe You are done. 


King, there is only one thing left for you to do. You know 
what it ise You have just 3 days in which to do (this exact — 
number has been selected for a svecific reason, it has definite 
practical signfficant. You are done. There is but one way out for 


‘ ou. You better take it before your filthy,abnormal fratdakant self 
eS Ts bared to the natione 7 of iii Me 
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https://en.wikipedia.org/wiki/COINTELPRO 


Illegal force: The FBI conspired with local police departments to threaten dissidents; to conduct illegal break-ins in order to search dissident homes; and to commit vandalism, 
assaults, beatings and assassinations.[9][7][8][55] The object was to frighten or eliminate dissidents and disrupt their movements." 


today all the same tactics including no touch torture, targeting by nsa, and state wide agencies. the counter component to surveillance is electronic warfare, to electronically 
assault and covertly kill citizens using radiation and signals from satellites and other sources. 


be concerned about contractors including virtually all large corporations, restaurants, and businesses and local agencies willingly participating in operations. Almost noone 
goes against these guys in the public. They are also tied into the fusion centers and infragard. 


Emergency responders, and local cops, the prosecutors and district attorneys and even judges. It is a corrupt system few outsiders know exists but all insiders do. You will not 
get help if you complain, not even your public defender will help you. 


COINTELPRO 2016: What Assange and Snowden didn't tell us. COINTELPRO lives on, beefed up post-911 with enhancements, Dr. Webster Tarpley Ph.D. explains it in this video, the 
full targeting mechanisms, including NSA space/radar capability, fiber optic taps sucking up all that sensor data, passed back to the 1.5 FUSION CENTERS in each state, integrating the 
states fully with the federal targeting system, stalking, touchless torture, harassment, irradiation, etc. 
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° FRANCE 1830s— POLICE STATE VAFTER 
BOURBON KING RETURNED AFTER NAPOLEON 


* AUSTRIA POST-1848 UNDER BACH SYSTEM 
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Dr. Webster Tarpley Ph.D. and I both spoke at Left Forum 2016. I spoke on the panel Neoliberalism and the "mental health system"- the failure of the left. Dr. Tarpley and I met up during 
his panel, COINTELPRO 2016: The New Age of Active Measures by the Post-9/11 National Security State, and he backed me up as a victim. He presented a whole panel on the targeting 
system going after people, in a professional must listen to college grade lecture. He was so convinced he feared radiation would harm him if he touched my body, as he understood the 
physical principles of directed energy and how it was attacking me. He endorsed my views of NSA surveillance scanning people through the walls to target a single persons body, their 
environment, and the people around them. Tarpley himself and his crew were victims of harassment and targeting, including death threats, stalking, and people who tried to sabotage his 
Left Forum 2016 appearance. Selfies of me on Twitter with Tarpley. A gang stalker, which is also called counter surveillance provocation stalking followed me and Tarpley, whistling at us 
at the Left Forum 2016 after his conference. I have been followed and stalked by whistlers in every town I go to, and I've recorded them doing it. 


COINTELPRO 2016: The New Age of Active Measures by the Post-9/11 National Security State 
Abstract: 


Back in the 1970s, the Senate’s Church Committee, the Pike Committee in the House and citizens in Media, PA revealed a pattern of meddling by the FBI, CIA, etc. in US 
domestic politics, harassing and intimidating civil rights leaders, trade unions, and anti-war activists. During the 1980s, despite claims to the contrary, this illegal spook 
activity kept going. After 9/11, spying and harassment are now bigger and more intrusive than ever. This is COINTELPRO Stalking (COINTELPRO = COUNTER- 
INTELLIGENCE PROVOCATION). The old FBI methods have been supplemented by techniques from the STASI, the East German Communist secret police. The age of 
social media has become the Golden Age of Cointelpro. NSA surveillance has been known for a decade, but what happens once dissidents are identified? NSA works with a 
network of Law Enforcement Intelligence Units (LEIUs) — like the New York Red Squad, and another network of local intelligence offices called Fusion Centers. These direct 
a secret army of trolls, bloggers, disgruntled misfits, surveillance role players and others numbering in the hundreds of thousands. The response might be gaslighting — 
convincing the targets they are going insane. They plant bugs, issue slanders and threats, perform character assassinations, and publish embarrassing material. They slash 
bicycle and car tires, and misdirect deliveries. They want you to drop out of politics. COINTELPRO 2016 must be exposed and stopped. 


Sponsoring Journal: Twsp.us, AgainstAusterity.org 

Diversity of Perspectives: 

One perspective will come from grassroots organizers who have personally undergone COINTELPRO harassment while organizing campaigns and other activities. A second 
perspective is the history of COINTELPRO operations from the 1950s until today. A third perspective is the input from the East German Communist secret police (STASI), 


which was copied by the FBI. A fourth perspective is the virtual impossibility of mass organizing unless COINTELPRO is exposed and stopped. 


Speakers: Webster Tarpley, Daniela Walls, Kyle McCarthy 


Streaming Video: 
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Dr. Robert Duncan regularly mentions hypergame theory in his interviews. It's used by the military in attack and defense strategy and rich people in economic strategy. It's a method to 
win a game, by taking into account and tracking all variables of the game. It's the ultimate strategy and enslavement tool of societies giving those in charge quite the advantage. Guess 
surveillance and computers lets them determine the variables when normally people and places are unknown. :) Here's a PDF whitepaper to fill you in on the concepts as it's applied to 
Cyber Attack and Defense... 


Free eBook: The Matrix Deciphered by Dr. Robert Duncan, A.B., S.M., M.B.A., Ph.D., the book discloses secret details on government operations and gives a hint to what it's like to live 
like a victim targeted.. 


Direct authorship history.. books, sites, movies: Dr. Robert Duncan was part of the Mind Hacking Strategy Group whiched launched thematrixdeciphered.com in 2006 taking jabs at the 
government, torture of people and abuse of science mostly in support of targeted victims. The site shuttered mid 2008 without public explanation. Besides the site Dr. Robert Duncan and 
the Mind Hacking Strategy Group worked on the book project Hacking The Human Mind which was given out in previews to people for a nominal fee but ultimately never published. The 
explanation provided for the books initial failure was that the publishers notified the author of intention to censor, with the author stating this censorship required them to wait "until the 
next administration" hinting of issues related to the political climate at the time and that a new climate would be necessary. A movie project named "Psychic Warfare - The Enemy Within" 
was announced on the site and Coast to Coast AM 2006 but never filmed (note: Duncan has completed the manuscript for the film and has given previews to people, indicating renewed 
interest as of Summer 2014). It would seem the early projects were all dissolved and benched by 2008. 


In 2010 after two years from The Matrix Deciphered's shut down and the original projects collapse, another book authored in 2006 called The Matrix Deciphered made its' way onto the 
Internet for free at some point. It contains Dr. Robert Duncan's bio, projects worked on for the government, family history, a story on what it's like to live like a targeted individual, 
interesting scientific information and reasoning for coming forward. A brand new book surfaced and published commercially September 27 2010 called Project: Soul Catcher Vol.2: 
Secrets of Cyber and Cybernetic Warfare Revealed. Three years later on January | 2014, the commercial book How to Tame a Demon: A short practical guide to organized intimidation 
stalking, electronic torture, and mind control would be published. Both commercial books are pictured above and available for purchase from Amazon. An intersting factoid is that Project 
Soul Catcher starts off at Volume 2, and Volume | has not yet been released but is said to disclose the more technical details and explanation of the technologies being used to target 
citizens. 


Today Dr. Robert Duncan manages two blogs, Project Soul Catcher made originally to promote his new books, and Cyclotron Heating created October 19th 2014 housing a bio and partial 
list of projects. He is on Facebook under his real name, where one can friend and message him and observe both his posting of interesting articles related to his work and large following 
of government torture victims and interested parties who engage him... 


Proof of attendance at Harvard: Dr. Robert Duncan takes flack from trolls, confused TIs, the naive and clueless public, and government agents who defame and try to tear him down and 
one such false claim is that he isn't a Harvard attendee or Harvard graduate. I did the search for information myself and confirmed that he did in fact attend Harvard. I looked for his 
dissertation, and I located his thesis on Computer Generated Holograms which he mentioned in his book, The Matrix Deciphered. Harvard lists this thesis as being available in the 
Harvard Gordon McKay Library and Blue Hill Meteorological Observatory Library on it's website, written by Robert P. Duncan call number CSDuncan1991, barcode 32044056580962. 
"The Library provides information resources and services to support faculty research, graduate and undergraduate level instruction in the School of Engineering and Applied Sciences. 
Collection includes 126,393 volumes and 564 currently received journals." On March 5th 2015 Dr. Robert Duncan uploaded a scan of one of his diploma's to Peacepink. 


More media interviews, accomplishments, government atrocities, and supporting investigative info: 
Dr. Robert Duncan was on national cable TV network TruTV appearing in Conspiracy Theory with Jesse Ventura December 17th 2012, episode title "Brain Invaders." CIA operative 
Mark Phillips a previous DOD and CIA employee who worked in MK Ultra and famously rescued Cathy O'Brien (a White House/Pentagon level mind control victim who would become 


his wife), and her daughter, pointed Jesse Ventura to Dr. Robert Duncan as the guy to talk to and backed Duncan up: 


Streaming Video: 


Click or tap here or above image to bring out video controls & start playback! 


Dr. Robert Duncan appeared on multiple radio shows and interviews in 2007. Here are two that go into the details a little more in each episode. First show is Edge Radio AM, second 
show is liberty radio (arcticbeacon.com).. 


Be =f 3346 ( 
May 5th 2007, Edge Radio AM w/ Dr. Robert Duncan. 


 D 0: ()) 


June 6th 2007, liberty radio w/ Dr. Robert Duncan. 


CIA operative Mark Phillips along with his wife Cathy O'Brien a White House/Pentagon level mind control victim did this Coast to Coast AM show April 26th 2009. This gives us some 


Download - Cathy O'Brien, CIA Operative Mark Phillips, Coast to Coast AM interview - Government Mind Control 


Download - Dr. Fred Bell, Coast to Coast AM interview - Electronic Harassment & Electronic warfare 
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The Colin A. Ross Institute for Psychological Trauma 
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illegally tapping people including members of Congress and the 


Senate for download here FISA court 
11905 12036 
123343 
authorizes NSA warrantless surveillance of American citizens domestically bans 


‘acquiring information concerning the domestic activities of United States persons' 
war crimes act of 1996 


can be downloaded here 
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PRESIDENTIAL COMMISSION FOR THE STUDY OF BICETHICAL ISSUES 


July 27, 2011 


Dear Commenter: 


We are writing to advise you on our ongoing work and plans for the next meeting of the 
Presidential Commission for the Study of Bioethical Issues. We appreciate the time that you 
have taken to engage with us. 


We would like to clarify for your information that the Commission is not investigating or 
reviewing any concerns or complaints concerning claims about targeted individuals. This 
includes claims concerning: MK-ULTRA; COINTELPRO; electromagnetic torture or attacks; 
organized stalking; remove influencing; microwave harassment: covert harassment and 


surveillance; human tracking; psychotromic or psychotropic weapons and radio frequency or 
military weapons or other claims. 


As such the Commission will not hear further testimony on these subjects. Many of these issues 
have been investigated in the past. The Commission is not a law enforcement, regulatory or 
legislative body. It does not control any federal monies. In addition, the Commission has no 


involvement with the public or private grants and has no power to open or undertake criminal 
cases, 


As advisors to the President, we will ensure that all of your concerns, information and testimony 
are provided to the White House. We sincerely appreciate your interest in the work of the 
Commission and the time you have taken to share your personal history with us. 


Sincerely, 


‘4 


[atu H(e~ 


Valene H. Bonham 
Executive Director 


1425 NEw York AVENUE, NW, Suite C-100, Wasuincton, DC 20005 
PHONE 202-233-3960 Fax 202-233-3990 Www.BIGETHICS.GOV 


Streaming Video: 


Presidential Commission for the 
Study of Bioethical Issues 
November 17th 2015 
Todd Giffen and Jo MaDa present 
| personally spoke to Lisa Lee Executive 
Director at this meeting and passed her 


documents that cannot be irrefuted to my plight. 
It's now 1/15/2016- no action as | suspected. 
Ve Know these abuses are tied to high ups. 
Including President Barack Obama and the 
White House. They have no intent to stop it. 

This is mostly the recording of me and Lisa Lee. 
Jo MaDa was here separately, heard upset.. 
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Barack Obama's SAPs/black world 
programs hide his targeting of 
American citizens with space 


—— capability, building penetrating 
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Slaughter - Death - Corruption Warrantless surveillance, directed 
get the dirt @ OBAMASWEAPON.comw energy assault, harassment, no-touch 
lets negotiate a cease fire... torture, mind control, and total 
end the covert war on enslavement. holographic scans of 
Americans, Barack Obama... our homes and brains 24/T. 
CIA/DOD sys architect Dr. Robert Duncan AB, SM, MBA, PhD+NSA whistleblower backed 
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full conversation here 
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Download US Investigative Services employee interview 


NSA whistleblower Russell Tice 


Executive Order 13526 


Streaming Video: 


Russ Tice 
FMR. INTELLIGENCE ANALYST, NSA 


MOSCOW O2 20 FOR MORE ON THESE STORIES VISIT Www. 
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In this second video he calls NSA a Medusa, he says we need to "Kill NSA." I concur. This agency is rich peoples toy for economic global enslavement. It's profitable to kill people, 
torture them, and spy on them, top rich people and officials must have the ability to get into any citizens world to control people and situations with stealth from public detection, they 
must know everything all the time about every citizen, so they can target them, commit crime across society and cover it all up.. 
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In this MSNBC video Tice claims the telephone and Internet dragnet systems are the low-tech side. While a much higher tech side exists allowing a person to be harpooned from an air 
plane so to say, obviously dealing with his speciality in remote access with satellites and space capability.. On the Internet of course, all you see is dumb articles about telephone and 
Internet monitoring programs. Tice has confirmed Edward Snowden lacked access to the high-end surveillance system documentation and documents on the juiciest operations, the reason 
for lack of public information on satellite, space, and radar capability from Mr. Snowden's leaks. For information on those systems we got Dr. Robert Duncan, patents, and various 
documents from other sources. heh. 
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Russ Tice confirms he cannot even talk about the surveillance being done against Americans in this ABC News clip, the higher end stuff he feels the government is restricting him from 
talking about. The space systems and satellites, and even higher end systems. This video confirms that voice is being analyzed by automated systems after upstream collection, allowing 
them to search and listen in automated fashions with conversation tracking and keyword searches. He clearly wants us to know something is being done far above what any of us imagine. 
He has told us he has not told us anything that is classified, confirming the entire program as he knows it remains secret. "As far as I'm concerned, if I don't say anything that's classified. 
Then, I'm not worried. (about being prosecuted and put in prison)" His videos all say it, he says it in all his interviews. 
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Is the NSA Conducting Electronic Warfare On Americans? 
Jonas Holmes May 19, 2006 CHRONICLE ARTICLE 


Russ Tice, former NSA intelligence officer and current Whistleblower, was to testify before the Senate Armed Services Committee this week. Apparently the testimony, Mr. 
Tice wanted to give, makes General Hayden's phone surveillance program look like very small potatoes. Mr. Tice's testimony is expected to reveal further illegal activity 
overseen by General Michael Hayden which even loyal and patriotic NSA employees view as unlawful. I think the people I talk to next week are going to be shocked when | 
tell them what I have to tell them. IT'S PRETTY HARD TO BELIEVE, Tice said. I hope that they'll clean up the abuses and have some oversight into these programs, which 
doesn't exist right now. According to Mr. Tice, what has been disclosed so far is only the tip of the iceberg. What in the world could Russ Tice be talking about! To figure it 
out let us take a look at Russ Tice's work at the NSA. 


According to the Washington Times and numerous other sources, Mr. Tice worked on special access programs related to electronic intelligence gathering while working for 
the NSA and DIA, where he took part in space systems communications, non-communications signals, electronic warfare, satellite control, telemetry, sensors, and special 
capability systems. Special Access Programs or SAPs refer to Black Budgets or Black Operations. Black means that they are covert and hidden from everyone except the 
participants. Feasibly there would be no arena with a greater potential for abuse and misuse than Special Access Programs. Even now Congress and the Justice Department are 
being denied the ability to investigate these programs because they don't have clearance. To put it in CNN's Jack Cafferty's words a top secret government agency, the NSA, 
the largest of its kind in the world, is denying oversight or investigation by the American people because investigators lack clearance. To add a layer of irony to the Black Ops 
cake this travesty is occurring in America, the supposed bastion of Freedom and Democracy, which we are currently trying to export to Iraq. 


It just gets scarier. The Black Ops that Mr. Tice was involved in related to electronic intelligence gathering via space systems communications, non-communications signals, 
electronic warfare, satellite control, telemetry, sensors, and special capability systems. For greater insight as to the impact of these programs readers should review decades old 
FOIA authenticated programs such as MKULTRA, BLUEBIRD, COINTELPRO and ARTICHOKE. Radar based Telemetry involves the ability to see through walls without 
thermal imaging. Electronic Warfare is even scarier if we take a look at the science. NSA Signals Intelligence Use of EMF Brain Stimulation. NSA Signals Intelligence uses 
EMF Brain Stimulation for Remote Neural Monitoring (RNM) and Electronic Brain Link (EBL). EMF Brain Stimulation has been in development since the MK Ultra 
program of the early 1950's, which included neurological research into "radiation" (non-ionizing EMF) and bioelectric research and development. The resulting secret 
technology is categorized at the National Security Archives as "Radiation Intelligence," defined as "information from unintentionally emanated electromagnetic waves in the 
environment, not including radioactivity or nuclear detonation." Signals Intelligence implemented and kept this technology secret in the same manner as other electronic 
warfare programs of the U.S. government. The NSA monitors available information about this technology and withholds scientific research from the public. There are also 
international intelligence agency agreements to keep this technology secret. 


The NSA has proprietary electronic equipment that analyzes electrical activity in humans from a distance. NSA computer-generated brain mapping can continuously monitor 
all the electrical activity in the brain continuously. The NSA records and decodes individual brain maps (of hundreds of thousands of persons) for national security purposes. 
EMF Brain Stimulation is also secretly used by the military for Brain-to-computer link. (In military fighter aircraft, for example.) For electronic surveillance purposes 
electrical activity in the speech center of the brain can be translated into the subject's verbal thoughts. RNM can send encoded signals to the brain's auditory cortex thus 
allowing audio communication direct to the brain (bypassing the ears). NSA operatives can use this to covertly debilitate subjects by simulating auditory hallucinations 
characteristic of paranoid schizophrenia. Without any contact with the subject, Remote Neural Monitoring can map out electrical activity from the visual cortex of a subject's 
brain and show images from the subject's brain on a video monitor. NSA operatives see what the surveillance subject's eyes are seeing. Visual memory can also be seen. RNM 
can send images direct to the visual cortex. bypassing the eyes and optic nerves. NSA operatives can use this to surreptitiously put images in a surveillance subject's brain 
while they are in R.E.M. sleep for brain-programming purposes. Individual citizens occasionally targeted for surveillance by independently operating NSA personnel 


NSA personnel can control the lives of hundreds of thousands of individuals in the U.S. by using the NSA's domestic intelligence network and cover businesses. The 
operations independently run by them can sometimes go beyond the bounds of law. Long-term control and SABOTAGE OF TENS OF THOUSANDS OF UNWITTING 
CITIZENS by NSA operatives is likely to happen. NSA Domint has the ability to covertly assassinate U.S. citizens or run covert psychological control operations to cause 
subjects to be diagnosed with ill mental health. National Security Agency Signals Intelligence Electronic Brain Link Technology NSA SigInt can remotely detect, identify and 
monitor a person's bioelectric fields. The NSA's Signals Intelligence has the proprietary ability to remotely and non-invasively monitor information in the human brain by 
digitally decoding the evoked potentials in the 30-50 hz,.5 milliwatt electro-magnetic emissions from the brain. Neuronal activity in the brain creates a shifting electrical 
pattern that has a shifting magnetic flux. This magnetic flux puts out a constant 30-50 hz, .5 milliwatt electromagnetic (EMF) wave. Contained in the electromagnetic 
emission from the brain are spikes and patterns called "evoked potentials." Every thought, reaction, motor command, auditory event, and visual image in the brain has a 
corresponding "evoked potential" or set of "evoked potentials." The EMF emission from the brain can be decoded into the current thoughts, images and sounds in the subject's 
brain. NSA SigInt uses EMF-transmitted Brain Stimulation as a communications system to transmit information (as well as nervous system messages) to intelligence agents 
and also to transmit to the brains of covert operations subjects (on a non-perceptible level). EMF Brain Stimulation works by sending a complexly coded and pulsed 
electromagnetic signal to trigger evoked potentials (events) in the brain, thereby forming sound and visual images in the brain's neural circuits. EMF Brain Stimulation can 
also change a person's brain-states and affect motor control. Two-way Electronic Brain-Link is done by remotely monitoring neural audio-visual information while 
transmitting sound to the auditory cortex (bypassing the ears) and transmitting faint images to the visual cortex (bypassing the optic nerves and eyes, the images appear as 
floating 2-D screens in the brain). Two-Way Electronic Brain Link has become the ultimate communications system for CIA/NSA personnel. Remote Neural Monitoring 
(RNM, remotely monitoring bioelectric information in the human brain) has become the ultimate surveillance system. It is used by a limited number of agents in the U.S. 
Intelligence Community. RNM requires decoding the resonance frequency of each specific brain area. That frequency is then modulated in order to impose information in that 
specific brain area. The frequency to which the various brain areas respond varies from 3 Hz to 50 Hz. Only NSA Signals Intelligence modulates signals in this frequency 
band. 


qT 


An example of EMF Brain Stimulation: Brain Area 


Bioelectric Resonance Frequency nformation Induced Through Modulation 
Motor Control Cortex 10 Hz Motor Impulse Co-ordination 

Auditory Cortex 15 Hz Sound which bypasses the ears 

Visual Cortex 25 Hz Images in the brain, bypassing the eyes 
Somatosensory Cortex 09 Hz Phantom Touch Sense 

Thought Center 20 Hz Imposed Subconscious Thoughts 


This modulated information can be put into the brain at varying intensities from subliminal to perceptible. Each person's brain has a unique set of bioelectric 
resonance/entrainment frequencies. Sending audio information to a person's brain at the frequency of another person's auditory cortex would result in that audio information 
not being perceived. Additionally, A 1994 congressional hearing reported that nearly half a million Americans were subjected to some kind of cold war era tests, often without 
being informed and without their consent. In addition, experimentation law is well grounded in constitutional and international law. It is an under-reported fact that two major 
reports on human rights and torture in the U.S. recently listed illegal radiation experiments. Many more facts are documented below. Therefore, human research subject 
protections should be a high priority and are just as significant as current issues of torture and illegal wiretapping. IT IS TIME FOR AMERICA TO WAKE UP. It is time for 
America to protect its Whistleblowers who are our last line of defense against dictatorship and despotism. It is time for America to take responsibility for oversight of its tax 
dollars and elect leaders who will assume such responsibility now. Yes, the war on terrorism is important. It is even more important and fearful if the terrorism is from within 
and unknowingly funded by hard working American citizens. There is no Special Access Program beyond the oversight of political leaders elected by the people and for the 
people. If these political leaders jeopardize national security then that shall be handled in a court of law. But to tell America, to tell the American people, to tell the political 
leaders elected by the American people that America does not deserve to know what happening in the NSA's dark, black rooms, with billions of dollars, behind closed doors, 
when we know that privilege has already been abused; that is the true definition of TERRORISM. That is the true definition of Communism and a Police State, no oversight. 
So fellow Americans, you may hem and haw in the face of truth but know that one day you will realize that your country has been USURPED from the very principles upon 
which it was founded. 


Godspeed, Russ Tice, the Patriots are with you. 


FBI whistleblower Sibel Edmonds backs Russell Tice up, discusses the control that was excerted to control information he possessed on government by top officials at NSA, DOD, law 
enforcement, Congress and the Senate (Tice actually discovered that what he was telling Congress, was being leaked backed to law enforcement to prosecute him. So they in fact didn't 
care what he had to say, or what abuse was occurring. ). 
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Where Did the Towers Go? Evidence of directed free energy on 9/11 drjudywood.com 


a 
Download - Dr. Judy Wood, Coast to Coast AM interview - 9/11 & Energy weapons 
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this lawsuit in 2006 


Streaming Video: 
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Whistleblower Russell Tice*t 
expose,some of what the government 
was doing back in 2006 
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Robert Duncan <xxx@harvard.edu> Mon, Feb 24, 2014 at 8:50 PM 
To: Todd Giffen <case@oregonstatehospital.net> 


From: Robert Duncan <xxx@harvard.edu> 
To: seth17279 <seth17279@aol.com> 


Sent: Thu, Jul 17, 2014 12:36 am 
Subject: Re: A serious interview of targets and whisteblowers 


Dr. Seth Farber Ph.D. confirming no diagnosis of schizophrenia, Dr. Seth Farber Ph.D., letter 2, Dr. Purna C 


Datta PhD confirming TBI/PTSD from torture and directed energy with no thought disorder/psychosis, Misty Getrich, Psy.D. backing me as a victim with PTSD, Ron Unger L.C.S.W. 
backing me as having only PTSD/suspected abuse, Cheryl Haun, M.A. + Tracy Wise, Cathy Meadows M.A. backing me as a victim of covert harassment/surveillance/directed 
energy/military/police targeting, Dr. Stefan Harold neurologist report confirming brain injury from directed energy, repetitive insults, Dr. George Suckow (Harvard trained, dx pg. 6 
ADHD/depression; accuses Dr. Steven Fritz of malpractice at OSH.) // What does my lawyer Jed Peterson JD have to say about the assaults/surveillance used on 
me? Here's the legal briefing he filed in court + Andrew Ross JD another lawyer thought the state was trying to prevent me from testifying about their abuse in court + Shawn Abrell JD 
described abuse by public defenders, and said I was one of his most competent clients 


case@oregonstatehospital.net 
obamasweapon.com 
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